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UNCLASSIFIED 

PAGE 01 BUDAPE 04046 021336Z 
53 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EURE-00 EB-07 /020 W 

084034 

P R 021206Z DEC 76 
FM AMEMBASSY BUDAPEST 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 7460 
AMEMBASSY PRAGUE 
AMEMBASSY VIENNA 
AMEMBASSY WARSAW 

UNCLAS BUDAPEST 4046 

EO 11652: N/A 
TAGSC BEXP HU 

SUBJECT: MEDICAL EQUIPMENT TSS 

REF: (A) BUDAPEST 3902, (B) BUDAEST 3704, (NPL BUDAPEST 2702, 

(D) WARSAW 7963, (E) ROBERSON BACHMANN TELCON NOV 22 

1 . YOUR BEWT COUNTING AND OURS STILL DO NOT JIVE. THERE 

IS NO WAY BUDAPEST CAN ACCEPT SEVEN REPEAT SEVEN PARTICI- 
PANTS IN SUBJECT TSS. NEITHER MAGYARS NOR EMBASSY 
INTERESTED IN QUICKIES PROPOSED REF E. MTESZ COULD SWALLOW 
SIX, BUT THAT ABSOLUTE LIMIT. 

2. ASSUME BEWT ALSO RECALLS REF D IN WHICH WARSAW CLEARLY 
STATES FOR LOGISTICS REASONS IT CAN HANDLE NO MORE THAN 
FIVE OR SIX FIRMS. OUT OF CONSIDERATION TO ALL PARTIES 
CONCERNED, INCLUDING NEWLY DESIGNATED ADVANCE OFFICER, 
SUGGEST BEWT AMPUTATE NOW RATHER THAN MISCARRY LATER. 
MUDD 
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